GUENTHER'S MURRIETA 
MINERAL HOT SPRINGS 

MURRIETA, CALIF. 

"California's Greatest Health Resort" 


Nestled among the hills Murrieta Hot Springs 
is situated 90 miles south of Los Angeles, 80 
miles north of San Diego, on U. S. Highway 
395. Open all year. De Luxe accommodations. 
Excellent cuisine. Telephone or write for re¬ 
servations. 
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BIRD'S-EYE VIEW OF "CALIFORNIA'S GREATEST HEALTH RESORT" 


